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U ENGINEERING SUGGESTS THAT PUMPS 3E HELD AT FOR 

POSSIBLE OTHER NEW DEVELOPMENT WORK* 

2 0 PUMPS ARE NOT COMMON TO AIR FORCE ASSET S « 

3* PHYSICAL INVENTORY DISCLOSED THREE PUMPS IN LIEU OF 
TWO FEE REFERENCE, ADDITIONAL PROCURED AS BACKUP SPARE FOR 
TEST WORK* 
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